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0IA/TECH-36/78 
27 November 1978 


MEMORANDUM FOR: Chief, NFAC Plans and Programs Staff 
SUBJECT OIA Communications Requirements for FY 81-85 

REFERENCE : Your Memorandum Dated 13 October 1978 


1. This memorandum is in response to the Office of Communications 
request for projections of the Office o‘f Imagery Analysis requirements 
for communications support in the FY 81 through FY 85 time frame. 


4. During FY 84/85 we expect full implementation of the SAFE 
system and will require whatever data communication lines and terminals 
called for by SAFE. In order to have a SAFE te rminal in each of 0 IAs ’ 
branches, we would require an additional! Iterminals. 
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